From: 

Sent: 

To: 

Cc: 

Subject: 


Hello, 

The fall 2012 Drug Laboratory proficiency test samples have arrived. These were likely shipped prior to my 
asking Collaborative Testing Services to use Dr. Vallaro as the primary contact for samples & results. There 
are two panels, one intended for Boston and the other for Amherst. 

I have given the PT panels & all paperwork to Betsy O’Brien. She will coordinate with the lab supervisors to 
make the appropriate assignment. 

Thanks, Julie 
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Director of Analytical Chennistry 
William A. Hinton State Laboratory 
Massachusetts Department of Public Health 
305 South Street Boston, MA 02130 

617.983.6651 (voice) 617.983.6662 (fax) 


Massif, Julianne (DPH) 

Thursday, August 23, 2012 11:49 AM 

Vallaro, Guy (POL); Hanchett, James (DPH); Salemi, Charles (DPH) 
O’Brien, Elisabeth (DPH) 
proficiency test Samples 
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